TOG H

Calkin, Reg Staton, Colonel Bonham Carter, Hugh Pilcher
and Padre Austen Williams who were all doing yeomen work
in the BJE.F. We know that Pat Leonard and Graham
Hamilton got away. We believe that our old House in
Poperinghe was laid flat* To those of us who knew it in the
great war, to those of us who have known it since, as
restored by the generosity of Lord Wakefield, it is just a
tragedy. In any case what has been done is just in keeping
with what we of Toe H stand for namely: " Unselfish Service/*
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